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®»o . mansi-’anont of .“Yinkwerk KoepenJck has spread the rumor that work on the 
anti-collision radar device (KbllisionsBciiufczseraet ) under the direction of 
,-ucio .■ »Atthcy I^As been discontinued and that Konthfy and his technical 
st,a.ff h&vt! been assignee other tasks.. According to this rumor the ;;ork 
was discontinued as a result of the new line in last Ceraan politics whereby 
s.u vota i or ir«edi»te mi litary purposes was to be canceled in favor of an 
increase in consumer roods production * 

however, is in contradiction to the facts, boric on the anti- 
collision radar device nas not . Gen discontinued t and F.inihev and his staff 
nave not boon assigned other tasks* Big rumor seemed to bn bon» out bv ' 

the following foots ;• 
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Wi, t ;-*nt.i.-co .1 Xir ton raaar cievice did not process because Kanthey 
.v.ic his staff were mainly onga>jed in carrying out. measurements ‘ * 
preparatory to the final tests of the device. 
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i ov ioUa.j.a. / undertaken seeded to indicate that the rarr-*e ri £ the 

.:f!/ I -\ kiLr ! Pet0rf! ^ thnt is * hal : nf the distance which the device 
eouor '---ter its co«‘i:r letion .. However., recent measurements 
Uint the present actual ranpo is only 12 kil.ometers f and that the 
trot the device covered a ranyc of 15 /'ilometers uas based on 
or time measurement , Accordingly, the ultimate ran-e which the 
J? - exp-ec-ted to cover after its completion was .educed to 20 kilo- 


• ■ s - vj - I- ' -vox A_ currently bciif done on the receiver for the anti— 
collision device is to vender the initial receiver elements (Barfaen^r- 
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